
Rio Arriba County Detention Center 

(RACDC) POLICY 0104 PHOTOGRAPHS 
TAKEN INSIDE THE FACILITY 


It shall be the policy of the Rio Arriba County Detention facility that no photographs shall be taken inside 
the facility except as expressly authorized by the Detention Administrator or Assistant Administrator in 
writing. In the event that any inmate counseling program desires a photograph of an inmate for file 
purposes, booking photos or access to the booking database will instead be provided. Any photographs 
or information in the booking database shall not be shared with inmates under any circumstances. 
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